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Patient’s Details 


ZAID MIAN MUHAMMAD KINGZ MEDICAL CLINIC 
MALE Age 06 YEARS 08 MONTHS 


DR FAISAL ANIS & DR NUR HANISAH BINTI ; 


14/05/2022 4:19 PM 14/05/2022 4:13 PM 
NASOPHARYNGEAL OROPHARYNGEAL SWAB 15/05/2022 09:32 AM 


SARS CoV - 2 (COVID - 19) Real Time RT PCR Test 


NOT DETECTED (NEGATIVE) CT Value: 40.00 > 
NOT DETECTED (NEGATIVE) CT Value: 40.00 > 
NOT DETECTED (NEGATIVE) CT Value: 40.00 > 





Note : Result above is based on Qualitative screening of viral nucleic acid for 2019-ncov.Suggest repeating test again with new specimen, if symptoms 
arises. 





Reporting Details 
1. “DETECTED” result indicates strongly of a probable SARS-2 Coronavirus infection. However, it should be correlated with clinical symptoms, exposure, and travel history. 
2. A “NOT DETECTED” result indicates the absence of SARS-2 Coronavirus specific Genes in sample/swab provided. This may due to early or late stage of infection. However, if there is a 
strong suspicion of COVID-19 disease, repeat sampling (NPS and OPS) and testing is advised. 
3. Testing for other respiratory viruses (Respiratory Pathogen Panel-RP33 PCR) in severely ill patients, to exclude or confirm the role of other co-infecting respiratory pathogens, is highly 


recommended. 


Disclaimer 

A negative result does not exclude the possibility of COVID - 19. The possibility of a false negative result should be considered in the context of a patient’s 
recent exposures and the presence of clinical signs and symptoms consistent with COVID - 19. For individuals within the 14 days incubation period, it is 
advisable to repeat the test by end of the incubation period. 


**THIS IS COMPUTER PRINTING. TEST WAS VERIFIED BY ABOVE OFFICER AND NO SIGNATURE IS REQUIRED ** 
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